women of the palace implored Amir Talai
ibn~Ruzzik, the Governor of Ushmuneyn,
to come to the rescue. On entering Cairo
in 1154 AJX he set about establishing law
and order and was given the title of
Al-Malik as-Salih. In 1160 A.D. he built
a mosque which stands outside the south-
ern gate of Cairo. It was the last Fatamid
piece of architecture in Egypt. In plan
it is very similar to the Mosque Al-Aqmar
but measures 135 ft. by 85 ft. The en-
closure wall has three entrances, the main'
one being opposite to the qibla-wall and
the other two in the side walls. Like the
Mosques of Al-Juyushi and Al-Aqmar,
its minaret stood over the main entrance,
and on either side of the entrance vesti-
bule there are rooms for the Mullah and
the Muazzin.

sahn of this
mosque is slightly bigger than that of
Al-Aqmar and besides the liwan, it has
only two colonnades. Both the liwan and
the colonnades are made of keel arches
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